To:  EOC  Water[EOC_Water@epa.gov] 

Cc:  Tingley,  Kevin[Tingley. Kevin@epa.gov];  Dewald,  Tommy[Dewald.Tommy@epa.gov];  Young, 

Dwane[Young.  Dwane@epa.gov] 

From:  Holdsworth,  Susan 

Sent:  Tue  8/11/2015  2:15:00  PM 

Subject:  Re:  EOC  Water  Desk  Activated 

Hi  Kevin, 


Thanks  for  the  heads-up.  I've  copied  Tommy  Dewald  and  Dwane  Young  as  they  are 
acting  Monitoring  Branch  Chief  this  week.  Please  include  them  as  appropriate. 


Tommy  and  Wendy  Reid,  in  the  MB,  have  already  reached  out  to  Sandy  Spence  in  the 
Region  8 water  quality  and  monitoring  program. 


thanks, 

Susan 


From:  Tingley,  Kevin  on  behalf  of  EOC  Water 
Sent:  Tuesday,  August  11,  2015  10:05  AM 

To:  Ohanian,  Edward;  Governo,  Eric;  Gwaltney,  Gregory;  Baranowski,  Curt;  Weiss,  Kevin;  Clark,  Stephen; 
Holdsworth,  Susan;  Morris,  Renee;  Dabolt,  Thomas;  Moriarty,  Edward;  Allgeier,  Steve;  Mapp,  Latisha; 
Prabhu,  Aditi;  Wehling,  Carrie;  Pollins,  Mark;  Torrez,  Alfredo;  Stevens,  Robert;  Senn,  John;  Loop,  Travis; 
Spraul,  Greg;  Kitamura,  Louise;  Fontaine,  Tim;  Workman,  Rosemary;  Travers,  David 
Subject:  EOC  Water  Desk  Activated 


OW  Incident  Support  Team, 


The  Headquarters  Emergency  Operations  Center  (EOC)  Water  Desk  has  been 
activated  in  response  to  the  Gold  King  Mine  (Colorado)  release  response  activities. 


The  EOC  Water  Desk  may  require  staffing  support  from  the  1ST.  An  email  has  been 
sent  to  notify  OW  Management  about  the  activation  of  the  EOC  Water  Desk  and  the 
potential  need  for  support  from  the  1ST. 


Please  note  that  this  email  does  not  indicate  that  your  assistance  is  needed  at  this  time. 
As  the  scope  and  nature  of  the  incident  evolve,  the  EOC  Water  Desk  will  contact  you 
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about  information  needs. 


We  appreciate  your  support  in  helping  OW  respond  to  the  incident. 


-Kevin  Tingley 

EPA  EOC  Water  Desk 

202-250-8920 
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